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WATER SYSTEM REPORTS 


TOOELE COUNTY/DU GWAY WARD/23065 
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■ Disinfection Byproduct Stage 2 
Monitoring 
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Grouped Source Sampling Stations 


* Open Compliance Schedules 


Bacteria! Summar y IPS Water Monitorin g 


DEQ | Drinking Water 


Public Water System Water Monitoring Report 


Dugway Ward 


PWS ID: UTAH23065 Rating: Approved 


02/13/2019 


Status: Active 


Contacts 


Site information 


Site Updates 


Political Districts 


Type: Administrative Contact 
Name: ROY BENSON MCDANIEL 
Office: 801-240-4656 
Emergency: 

Email: mcdanielrb@ldschurch.org 


Representative: 68 
Senate: 17 

Water Usage Information per ERG 

Phone: 801 -240-4656 Last IPS Update: 08/20/2019 12:00:00 

County: TOOELE COUNTY 
System Type: Non-Community 
Population: 175 


Address: 50 E NORTH TEMPLE ST. 
RM 1205 NATURAL RESOURCE 
SERVICES, SALT LAKE CITY, UT 
84150-6320 


Last Inventory Update: 06/14/2017 
Last Surveyor Update: 04/28/2017 
Surveyor: STEVEN J ONYSKO 
Operating Period: 1/1 -12/31 




























